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TAGS: ESTC, COCOM, GW 

SUBJECT: COCOM LIST REVIEW IL 1133 - CRYO VALVES 

REFS: A. COCOM DOC. REV (74) 1133/1 

B. STATE 32269 

C. COCOM DOC. REV (74) 1 133/2 

D. COCOM DOC. REV (74) 1 131/1 

1. BEFORE USDEL TOOK ACTION ON REF B, HE RECEIVED REF- 
DOCS C AND D, PRESENTING GERMAN PROPOSALS ON ITEMS 
1133 AND 1131. MOST NOTICEABLE FEATURE OF THESE WAS 
THAT THEY APPEAR TO ELIMINATE ENTIRELY THE TEMPERATURE 

CRITERION. ACCOMPANYING JUSTIFICATION DOES NOT (AT 
LEAST TO A LAYREADER) MAKE CLEAR THE REASON FOR DOING 
AWAY WITH IT, AND GERMAN DEL WAS UNABLE TO THROW LIGHT 
ON THE POINT. 

2. FOLLOWING INSTRUCTIONS. USDEL PUT OBSERVATIONS AND 
QUESTIONS IN REF B IN LETTER TO GERMAN DEL, NOTING 
APPARENT ELIMINATION OF TEMPERATURE PARAMETER AND 
ASKING FOR GERMAN COMMENTS. REPLY WILL BE REPORTED. 
TURNER 
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